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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 163662 

62 

ORIGIN EB-11 

INFO OCT-01 EUR-25 ISO-OO SSO-OO FEA-02 SCI-06 TRSE-00 

SS-20 NSCE-00 NSC-07 RSC-01 /073 R 

DRAFTED BY EB/ORF/FSE:SWBOSWORTH:LS 
APPROVED BY EB/ORF: JULIUS L. KATZ 

007861 

O 262343Z JUL 74 
FM SECSTATE WASHDC 
TO AMEMBASSY OSLO IMMEDIATE 
INFO AMEMBASSY BRUSSELS IMMEDIATE 

UNCLAS STATE 163662 

E.O. 11652:N/A 
TAGS: ENRG 
SUBJECT: ECG 
REF: OSLO 3508 

ASSISTANT SECRETARY ENDERS NOT ARRIVING BRUSSELS UNTIL 
1 100 HOURS MONDAY AND WILL BE UNABLE TOMEETWITH UNDER 
SECRETARY ARMESEN BEFORE ECG MEETING. ENDERS WOULD HOPE 
TO BE ABLE TO SPEAK WITH ARMESON AT LEAST BRTEFLYDI TRING 
HEADS OF DELEGATION WORKING LUNCH ON MONDAY. DEPUTY 
ASSISTANT SECRETARY KATZ WILL BE ARRIVINGBRUSSELSSUNDAY 
AFTERNOON AND COULD MEET WITH ARMESENLATEAFTERNOON OR 
EARLY EVENING. UNFORTUNATELY. KATZ WTT .1 BETTED UP IN 
WORKING GROUP MEETING BEGINNING 900 HOURS MONDAY.KATZ 
CAN BE REACHED AT BRUSSELS HILTON OR THROUGHUSEMBASSY 
BRUSSELS. IF ARMESEN UNABLE MEET WITH K ATZSI TND A YWF.WTI ,1 . 
ATTEMPT TO SCHEDULE BILATERAL SESSION SOME TIME DURING 
COURSE OF ECG MEETING. INGERSOLL 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 63662 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SWBOSWORTFLLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740203-1073 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974071 3/aaaaakox.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: OSLO 3508 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 SEP 2002 by ThomasVJ>; APPROVED <21 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: ECG 

TAGS: ENRG, OVIP, NO, (KATZ), (ENDERS) 

To: OSLO 
Type: TE 
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